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Message Text 


SECRET 

PAGE 01 STATE 300223 

62 

ORIGIN NODS-OO 

INFO OCT-01 ISO-OO /001 R 

DRAFTED BY NEA/EGY:HFMATTHEWS:LAB 
APPROVED BY NEA:ARDAY 
INR:HHSAUNDERS 
P: MDEFORDBS) 

S/S-0:PKJ0HNS0N 

116575 

O 202306Z DEC 75 ZFF4 
FM SECSTATE WASHDC 
TO AMEMBASSY CAIRO IMMEDIATE 

SECRET STATE 300223 

NODIS 


E.O. 11652: GDS 

TAGS: MARR, PFOR, EG, US 

SUBJECT: SINAI II: EGYPTIAN SURVEILLANCE STATION 

REF.: CAIRO 12841 

1. WE HAVE RECEIVED COPY OF DOCUMENT REFERRED TO REFTEL, 
HAVE EXAMINED IT QUICKLY, AND BELIEVE IT WILL REQUIRE 
CAREFUL REVIEW HERE FROM BOTH TECHNICAL AND MORE 
SUBSTANTIVE VIEWPOINTS. DOCUMENT SEEMS TO CONTAIN US 
COMMITMENTS GOING BEYOND WHAT WE INITIALLY THOUGHT OF AS 
USG OBLIGATIONS. IT ALSO CONTAINS REFERENCE TO EGYPTIAN 
DESIRE FOR ELECTRONIC COUNTERMEASURES IN STATION, WHICH 
AS NOTED SEPTEL WE BELIEVE WOULD VIOLATE SINAI II AGREE- 
MENT. WE WOULD THEREFORE PREFER THAT COPY NOT BE LEFT 
WITH EGYPTIANS AND THAT TEAM EXPLAIN TO GOE THAT RECORD OF 
DISCUSSIONS WILL BE PROVIDED LATER BY EMBASSY AFTER 
TEAM'S RETURN TO US. IF EGYPTIANS ALREADY HAVE COPY, 

TEAM SHOULD MAKE CLEAR IT IS VERY INFORMAL RECORD WITH 
SECRET 

SECRET 

PAGE 02 STATE 300223 

NO STATUS AND THAT IT MAY BE REVISED AFTER FURTHER 
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REVIEW IN WASHINGTON. KISSINGER 

SECRET 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: SURVEILLANCE, TECHNICAL ASSISTANCE, AGREEMENT DRAFT, MONITORING FACILITIES, NEGOTIATIONS, CAT-C 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 20 DEC 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: ShawDG 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE300223 

Document Source: CORE 

Document Unique ID: 00 

Drafter: HFMATTHEWS:LAB 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: P850012-2199 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 222/aaaaatkm. tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 

Office: ORIGIN NODS 

Original Classification: SECRET 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: NODIS 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: SECRET 
Previous Handling Restrictions: NODIS 
Reference: 75 CAIRO 12841 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 AUG 2003 by WorrelSW>; APPROVED <24 DEC 2003 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SINAI II: EGYPTIAN SURVEILLANCE STATION 
TAGS: PFOR, MARR, PREL, EG, US 
To: CAIRO 
Type: TE 
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